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MEMORANDUM FOR THE PRESIDENT 

SUBJECT: Cuban Work Force Employed at Naval Base, Guantanamo 


Pursuant to our conversation on 6 September, the followifigj 
formation is furnished pertaining to Cuban nationals employed at the 
Naval Base, Guantanamo: - 

a. On-board total 3,224 - . , ; 

(1) Civil Service - 2, 194 (2, 138 full time plus 56 
intermittent stevedores). An approximate breakdown follows: 

(a) Civil Service Graded: .. . 
Naval Supply Depot 

v Naval Station 

Public Works Center 
Naval Air Station 
Marine Barracks 
Naval Hospital 
Base Headquarters 
Navy Commissary . 

(b) Civil Service Non-Graded: 
Public Works Center . 
Naval Station 
Naval Supply Depot 
Naval Air Station 
Naval Hospital 
Marine Barracks 
Navy Commissary Store 
Print Shop '■-."' 
Miscellaneous 


. 113 

•"'*'' "'" •'"'... 

94 

v ' -."'^i- 

79 

"."•' " ( '?r : 

18 

' ■' )' • ■ '.• ; ~'i 

4 

- -'- ; ' : .*•'- ^' : -\x 

3 

-' - "■'-. ....»'««■ -\ii 

4 •: 

'"•-■• : •: "if- VV 

1 

•-■•-, • " ..-.•V'.b ' 

316 

'•:■•."•■' • ,". '.kVJ 


.- ■ U 

1,143 . : • 


413 1 :•.--;, 

257 

■ : ~v^-i*M- 

28 

' ' '-V~ .; * /if'-v?"^ 



25 

• - --V .- "'-- -:.!>;>*•:-• 



. 5 


3 

>. *!- .■'•%* 

.. 2., '■ 


2 ' .. ':% 

*-'-'M : -' ,?£|*t 


1,878 


590 i 
440 


(2) Non-appropriated fund employees : : "l 

(3) Domestic, servants, day workers, e£c 

DECLASSIFIED . TOTAL* /J ? ^ 3, 224 

E. 0.11652, SEC. 3{E)iSiDJi 6(E) AND'!!-, 
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